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Graphite Cloth Facilitates Vacuum Evaporation of Silicon Monoxide 


Graphite Cloth Heating Element 
(SiO Is Completely Enclosed By 
Two Layers of Cloth) 



Electrode Assembly 
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An improved technique has been developed for the 
vacuum evaporation of silicon monoxide (SiO) to de- 
posit thin films of this material on various substrates. 

In this technique, commercially available, clpsely 
woven graphite cloth serves both as a container and 
electric heating element for the SiO. The graphite 
cloth minimizes or prevents the ejection of SiO par- 
ticles from the evaporant source (SiO in container) 
during heating, provides uniform heat distribution to 
the SiO, and cools rapidly by radiation. Since the 
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graphite cloth source prevents particle ejection, it can 
be mounted close to the substrate, so that maximum 
film deposition rates can be obtained for a given (or 
minimum) source temperature. The relatively high 
electrical resistivity of the graphite cloth makes prac- 
tical the construction of broad (extended) vaporiza- 
tion sources, requiring relatively low currents for 
heating the SiO to the evaporation temperature range. 
The flexibility of the graphite cloth simplifies the fab- 
rication of broad sources of varied configurations. 
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Specific source geometries can therefore be readily 
designed to enable vacuum deposition of continuous, 
uniform SiO films on irregular or curved substrate 
surfaces, thereby eliminating the need of rotating the 
substrates. Since graphite cloth is relatively inexpen- 
sive, specific shapes of the cloth prepacked with 
measured amounts of SiO (or other evaporants) can 
be used for a single evaporation and discarded after 
use. 

The illustration shows one type of broad evaporant 
source mounted in an electrode assembly. The source 
is constructed from two layers of graphite cloth en- 
closing granules of SiO. The molybdenum radiation 
shield provides for greater efficiency by limiting heat 
radiation from the sides and bottom of the source. 
This assembly has been used to evaporate SiO in 
vacuum at pressures of lO"^ to 10'® torr. Highly in- 
sulating films of SiO were deposited on glass sub- 


strates, by passing alternating current through the 
graphite cloth. 
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